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Message Text 

UNCLASSIFIED 

PAGE 01 BANGKO 02467 250400Z 
ACTION EA- 12 

INFO OCT-02 ISO-OO EB-08 /021 W 

128085 251034Z/15 

R 250215Z JAN 78 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8674 
AMEMBASSY MANILA 
AMEMBASSY SINGAPORE 
AMCONSUL HONG KONG 


UNCLAS BANGKOK 2467 


E.O. 11652: N/A 
TAGS: BTIO, TH 

SUB J : FOREIGN GOVERNMENT TENDER 


1. 549/0 1/T0037 
2.012478 

3. D. LINDE 

4. 549 THAILAND 

5. Q 

6A. SUBMIT BID TO - 
6B. — 

6C. PURCHASES & STORES DEPARTMENT, METROPOLITAN ELECTRICITY 
AUTHORITY (MEA), 121 CHAKPETCH STREET, BANGKOK 2. 

7. ADB-MEA-338 

8. 041078 AT 10.00 HRS 
9.201 

10. 3825135-0100. ONE THOUSAND AND TWO HUNDRED WATTHOUR METERS 
AND WATTHOUR DEMAND METERS, THREE-PHASE, FOUR- WIRE, 220/380 VOLT, 
A.C., 50 HZ., TWO AND ONE HALF OR THREE ELEMENT METER FOR METERING 
UNBALANCED 3-PHASE LOAD SUPPLIED FROM 240/416 VOLT WYE-CONNECTED 
TRANSFORMER BANK WITH NEUTRAL POINT GROUNDED, 30(100)A.; FIVE 
HUNDRED WATTHOUR METERS AND WATTHOUR DEMAND METERS SIMILAR TO 
PRECEDING ITEM BUT 50(150)A.: FIVE HUNDRED WATTHOUR METERS 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 BANGKO 02467 250400Z 


AND WATTHOUR DEMAND METERS SIMILAR TO PRECEDING ITEM BUT 2.5(10)A.; 
SIXTY VARHOUR DEMAND METERS, THREE-PHASE, FOUR WIRE, 220/380 VOLT, 
A.C. 50 HZ., TWO AND ONE HALF OR THREE ELEMENT METER FOR METERING 
UNBALANCED 3-PHASE LOADS SUPPLIED FROM 240/416 VOLT, FOUR WIRE 
SECONDARY NETWORK, OR FROM 240/416 VOLT, WYE-CONNECTED TRANS- 
FORMER BANK WITH NEUTRAL POINT GROUNDED, 50(150) A.; SIXTY VARHOUR 
DEMAND METERS SIMILAR TO PRECEDING ITEM BUT 2.5(10) A.; ONE HUN- 
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DRED VARHOUR DEMAND METERS, THREE PHASE, THREE- WIRE, 120 VOLT, 

A.C., 50 HZ., TWO ELEMENT METER FOR METERING UNBALANCED 3-PHASE 
LOADS SUPPLIED FROM 3 WIRE CLOSED DELTA CONNECTED 12 KV OR 69 KV 
FEEDER VIA POTENTIAL TRANSFORMERS SECONDARY OUTPUT RATING 120 
VOLT, AND CURRENT TRANSFORMERS SECONDARY OUTPUT RATING 5 AMPERE, 
2.5(10)A. THE ABOVE METERS SHALL HAVE PROVISION FOR PADLOCK SEAL 
IN AT LEAST TWO POINTS AT METER COVER AND TWO POINTS AT TERMINAL 
COVER, THE DIAMETER OF WIRE HASP IS 1.4 MILLIMETER. 

1 1 . PROJECT FINANCED BY A LOAN FROM THE ASIAN DEVELOPMENT BANK 
(ADB). TENDER DOCUMENTS ARE FOR SALE AT $5 PER SET FROM ADDRESS 
MENTIONED IN 6C ABOVE. ONE COPY WILL BE AIRPOUCHED TO COMMERCE 
ON 01/30/78. 

WHITEHOUSE 


UNCLASSIFIED 


NNN 
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